Getting Started 



Read tsh 



1. Grip this Pen like an 
ordinary pen. 



2. Place rollers firmly on 

page this much | 1 1cm 

(1/2in) before the text 
you want to scan. 




3. Make sure the tip of 
the pen is at a 90° angle 



(upright). 



no*" — " _ 



4. Keep the text aligned under the white guidelines, 
(on the pen's tip). 




Color of pen may vary according to product configuration 



Before You Start... 

■/ Check that there are batteries. 

■/ Remove the cap. 

■s Place the book/page on a flat surface 

S Make sure the light is not too bright 
(e.g. direct sunlight) or too dim. 

S Click the power button to turn on 
the pen. 




Holding the Pen... 

Look at the picture on the other side of this card 

1. Grip the pen like an ordinary pen. 

2. Place the rollers on the page & start scanning approx. 1 
cm ( 1 /2 inch) before the first word. 

3. Make sure the end of the pen is almost at a 90-degree 
angle from the page. 

4. Make sure the text is aligned under the white guidelines 
at the pen's tip. 



Scanning Tips... 

> Don't press too hard on the page. 

> Don't scan too quickly. 

> Lift the pen off the page 1 cm (Vi inch) after the last 
word that you are scanning. 

> If you want to scan new text, just do it - no need to 
search for any special menu or option. 

Ready to Try? 

Read the "Easy Steps to Successful Scanning" 
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